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CONEIDENTIAL STATE 133192 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: CCC INTRUSION ALARM INSTALLATION - LUSAKA 

NAIROBI EOR OIC/RTC, RSS, RSO, RCO; LUSAKA FOR PSO, CRO, 

TCU; FROM A/SY/OPS/T 

REF: (A) TSR, LUSAKA, JULY 19-23, 1977, (B) TSR LUSAKA, 

JANUARY 30-FEBRUARY 9, 1978 

1. REFERENCED TSR'S INDICATE IDENTICAL QUANTITIES OE 
MATERIAL REQUIRED EOR THE CRU AND TCU INTRUSION ALARM 
INSTALLATIONS. 

2. PLEASE ADVISE SY/OPS/T AND OC/S WHETHER A LESSER 
QUANTITY OP MATERIALS COULD BE USED TO ACCOMPLISH THE TWO 
INSTALLATIONS JOINTLY. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 133192 

3. INCIDENTALLY, THE METHOD OF INSTALLING THE ALARM 
CABLE BETWEEN THE CRU/TCU AREA AND THE MARINE SECURITY 
GUARD DESK IS NOT DESCRIBED IN REFERENCED TSR'S. WHERE 
EEASIBLE AND PRACTICAL THE RECOMMENDATIONS OE DTS/IS-1 
(DTS INSTALLATIONS STANDARDS) PARAGRAPH 7.3.3 SHOULD BE 
EOLLOWED. PLEASE ADVISE SY/OPS/T OP THE INSTALLATION 
METHOD PLANNED EOR THE LUSAKA PROJECT. CHRISTOPHER 
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